ALR-14 Surplus Invenjor & j 19 June 1961 
pproved For Release 2000/09/01 : CIA-RDP81B00478R000200050016-3 

Description Spec. Part No. Unit Cost Qty. Ext. Cost 
Blower — K 5 701 142.50 1 142.50 
Capacitor TCF 10 10OMMF 600V 5% eZo 29 ts22 
Capacitor GE29F 447 4 MFD 150V 4.05 19 76.95 
Capacitor 29F410 100 MFD, 50 VDC 15.30 13 198.90 
Capacitor 1KT2223K _.022MFD, 200V 202 9 5.58 
Capacitor 1K4473K :047MFD, 400V 2.02 5 10.10 
Capacitor CM35E103F .OIMFD, 1% 1.31 10 13.10 
Capacitor CY15C271I 270MMF, 500V 1,44 10 14,40 
Capacitor 817.02 -02MFD 16 4 64 
Capacitor 86P10593S-15 IMFD, 300V 2.12 5 10.60 
Connector 165-27 3.60 10 36.00 
Connector MRE-7PG 99 i ao 
Connector MRE7S-J 1.49 9 13.41 
Connector MREZ21P-J 1.99 13 19.90 
Connector Type Ell K14S-ES121 92 3 5.73 
Connector ES121 KM21S 1.82 27 49.14 
Connector AN3102A2027P 1.43 10 14,30 
Connector AN3102A20275 1.48 ll 16.28 
Connector AN3102A20295 1.68 ll 18.48 
Connector AN3102A2428P 1.73 ll 19.03 
Crystal 10.800 MC 2.25 37 83.25 
Crystal 11.150 MG 2.25 40 90.00 
Crystal 11.500 MC eee) 9 20.25 
Crystal 11.850 MC 2420 33 74.25 
Crystal 12.900 MC 2.25 15 33.75 
Nameplates Blank . 20 7 1.40 
Nameplate Decal 10001 . 20 6 1.20 

‘ Resistor RN20R4700F .470 OHM 1/2W 1% .60 17 10.20 
Tube Shield -TS-102-U01 19 4 . 76 
Socket TS-101-P01 Al 11 4.51 
Rail, Slide 320-12-IN-LG 2.55 2 4.70 
Transformer 194 16.25 & 97.50 
Tube 5725/6AS6W 2.24 2 4,48 
Spring Counter Balance 50401121-1 1.25 13 16.25 
Spring Counter Balance 50401121-2 2.00 16 32.00 
Bushing, Reel 50401292 2695 8 31.60 
Head Shield Assembly 50401327 6.45 3 19.35 
Plug Spring Retainer 50401337 3.50 2 7.00 
Knob 50401338 10.00 2 20.00 
Spring 50401340 . 40 6 2.40 
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Plunger Mounting Blgg}proved For Release 2000/09/04 


19 June 1961 

Description Spec. Part No. Unit Cost Qty. Ext. Cost 
Spring 50401341 .13 6 78 
Plate Backing 50401353 03 2 06 
Support Tape Guide 50401362 3.00 2 6.00 
Bracket 50401370 2.32 2 4.64 
Bearing Top 50401387 2.50 5 12.50 
Bearing Bottom 50401388 2690 5 12.50 
Case Assembly 50401450 6.85 Fs 13.70 
Cover 50401451 4,60 3 13.80 
Bolt Assembly 50401452-1 5.85 3 17.55 
Bearing Jam Roller 50401492 L. 75 7 12.25 
Bracket Cable 50401496 3.10 6 18.60 
Clamp Cable 50401497 1.38 3 4.14 
Clamp Cable 50401498 1.18 1] 12.98 
Housing 50401499 9.51 l 9.51 
Bracket Spool 50401525 6.05 4 24.20 
Plate Assembly 50401533-1 9.20 3 27.60 
Assembly Plate 50401533-2 9.20 2 18.40 
Spring 50401536-1 18 37 6. 66 
Spring 50401536-2 Pe) 26 8.58 
Spherical Washer 50401575 1.20 18 21.60 
Spring, Jam Roller 50401577 .30 20 6.00 
Spacer 50401599 1.29 8 10.00 
Cover 50401603 2.31 2 4,62 
Spacer 50401606 <75 7 5.25 
Heater Flat 50401609 7.48 7 37.40 
Filter Capstan Motor 50401623 - 7.47 9 67.23 
Bracket 50401624 - 90 15 13.50 
Magnetic Head Assembly - Recorder 50401625 94.50 3 283.50 
Magnetic Head Assembly - Erase 50401626 30.00 5 150.00 
Plate, Head Mounting 50401628 3,15 33 103.95 
Magnetic Head Assembly 250401629 716.45 i 716.45 
Stop, Guide Pin 50401630 7.50 2 15.00 
Base Plate 50401631 10.00 2 20.00 
Housing Guide Pin 50401632 18.00 2 36.00 
Guide Plate 50401634 7.85 2 15.70 
Head Cover 50401635 6.00 3 18.00 
Head Shield Guide Pin 50401636 7.50 2 15.00 
Head Shield Guide Pin 50401637 6.50 2 13,00 
Tape Guide Assembly 50401638 10.14 2 20.28 
Sleeve Tape Guide 50401660 33°95 6 25600 
2 2 7.00 
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ALR-14 Surplus Invent 


Description 


Bracket, Connector 
Strap Crystal Support 


Mounting Bracket Receptacle 
Mounting Bracket Receptacle 


Gasket 
Chassis Counter 


Screw Driver Hex Head 


Container Tool Kit 
Angle 

Insulator 

Bushing 

Shield Can 
Backing Plate 
Support Angle 
Insulating Pad 


Coil, Tunable Inductance 


Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed. Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inductance 
Fixed Coil Inducance 
Heat Sink 

Bracket 


Part No. 


50401663 
50405015 
50405016-1 
50405016-2 
50406009 
50406029 
50406044 


50406059 


50406066 
50406127 
50406171 
50406204 
50406205 
50406212-100 
50406218 
50406223-3 
50406225-1 
50406225-2 
50406225-3 
50406225-4 
50406225-5 
50406225-7 
50406225-8 
40506225-9 
50406225-10 
50406225-11 
50406225-12 
50406225-13 
50406225-14 
50406225-15 
50406225-21 
50406225-22 
50406225-23 
50406225-24 
50406225-25 
50406225-26 
50406225-27 
50406229 
50406230 
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Description 


Support, Channel 
Washer 
Support, Channel 


Printed Circuit Board of 


Spring 
Lable 
Lable 
Label 
Choke 


Printed Circuit Board 270 ¢ 


Shaft 

Spacer 

Drum 

Spring 

Slide Switch 
Bracket Heat Sink 
Bracket Switch 
Shim 04A 

Foil 

Foil Resistor 
Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Label 

Capsule Z1805 


Part No. 


50406239-100 
50406242 
50406307 


2450406403 


50406408 
50406413-1 
50406413-3 
50406413-4 
50406414 
50406416-100 
50406418 
50406420 
50406421 
50406422 
50406424 
50406428 
50406429 
50406434 


.30406504-1 
.50406504-3 


50406509-1 
50406509-3 
50406509-5 
50406509-7 
50406509-8 
50406509-9 
50406509-10 
50406509-11 
50406509-12 
50406509-13 
50406509-15 
50406509-16 
50406509-18 
50406509-20 
50406509-21 
50406509-22 
50406509-23 
50406509-24 
50406509-25 


Unit Cost 


50406514 39.89 
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Description Spec. Part No. Unit Cost Qty. Ext. Cost 
Printed Circuit Board 4@/¥e ¥ 50406518-100 1.00 ll 11.00 
Capsule 21815 50406524 26.17 J 26.17 
Fixed Inductance Coil 50406535-3 -50 63 31.50 
Fixed Inductance Coil 50406535-5 50 20 10.00 
Spring 50406536 1.50 36 54.00 
Spacer Rectifier 50406602 2.00 4 8.00 
Plate Filter Capacitor 50406603 - 50 6 3.00 
Transformer Filament 50406608 29.95 1 29.95 
Washer 50406610 .06 84 5.04 
Label 50406733-1 .18 81 14.58 
Label 50406736-1 18 79 14.22 
Label 50406739-1 31 50 15.50 
Heat Sink Assembly 50406752 17.30 l 17.30 
Label 50406755-1 31 50 15.50 
Printed Circuit 02C 50406767 24.01 10 240.10 
Printed Circuit 02B 50406768 27.53 10 275.30 
Printed Circuit 02D 50406769 52.27 9 470.43 
Mounting Bar 50406845 5.00 6 30.00 
Name Plate 50406858 -20 51 10.20 
Transfoermer, Audio 50406891 6.41 Ai 6.41 
Back Plate 50406892 21.00 1 21.00 
‘Spacer, Control Panel 50406894 10.00 4 40.00 
Cover Assembly Control Board 50406895 15.75 1 15.75 
Frame, Control Panel 50406896 15.00 2 30.00 
Shield Can 50406902 3.45 12 41.40 
Cover 50406909 6.30 4 25.20 
Cup Housing 50406936 29.50 13 383.50 
Gasket 50406945 1.00 1 1.00 
Screen 50406950 -18 18 3.24 
Filter -50406952 3.50 14 49.00 
Shim 50406953 -46 136 62.56 
Shield Can Assembly 50406961 9.10 3 27.00 
Filter Extension 50406984-100 14.00 3 42.00 
Spade Lug 50406991 12 60 7.20 
Connector 50406994 95 29 27.55 
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Description Spec. Part No. Unit Cost Qty. Ext. Cost + 


Pin 50406995 -50 70 35.00 
Choke, 13 Turns 50406998-2 .50 6 3.00 
Name Plate 50406999 95 11 10.45 
Printed Circuit Board 02A 50000386 3.50 1] 38.50 
Bracket, Tube Mounting 150000442 3.45 1 3.45 
Spacer 50000491 1.00 3 3.00 
Stop 50000492-5 1.10 4 4,40 
Spacer 50000536-2 .70 85 59.50 
Spacer 50000558 .40 195 78.00 
Bracket, Cable 50000559 65 73 47.45 
Choke 50000600-1 .65 13 8.45 
Clip Cable 50000602 28 169 47.32 
Cable Clamp 50000603 ~ -46 48 22.08 
Insulating Sheet 50000605 .30 4 1.20 
Nameplates Control 50000616 1.26 10 12.60 
Nameplates Indicator 50000617 1.26 9 11.34 
Spacer 50000765 2.00 4 8.00 
Adapter, Control Knob 50000773 . 80 10 8.00 
Terminal Strip 50000923-1 1.00 ; 27 27.00 
Terminal Strip 50000923-2 1.00 19 19.00 
Terminal Strip 50000923-3 1.00 15 15.00 
Insulating Sheet, Front 50000924-] . 90 25 22.50 
Insulating Sheet, Front 50000924-2 90 £5 22.50 
Insulating Sheet, Front 50000924-3 - 90 23 20.70 
Insulating Sheet, Back 50000924-4 -90 23 20.70 
Insulating Sheet, Back 50000924-5 - 90 17 15.30 
Insulating Sheet, Back 50000924-6 -90 16 14.40 
Insulating Sheet, End 50000925 1.00 70 70.00 
Encapsulated Chokes 50000927 18.00 1 18.00 
Encapsulated Chokes 50000928 17.00 1 17.00 


Total $7,453.87 
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